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UD Channels 


Galvanized lightweight steel sections to be used as perimeter channels for Knauf D1 1 Ceiling and W623 Wall 
Lining System. Knauf ceiling metal sections are cold-rolled from high-grade galvanized steel, which complies 
with EN 10327. All Knauf metal sections comply with EN 14195 and DIN 18182-1 


Type of Channel 

Gauge 
mm 

Webb 
mm 

Flange 
mm 

Length Weight Packaging 

UD Channel 

0.6 

28 

27 

2500 
3000 
4000 

0.384 

24 
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